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3 September 1980 


MEMORANDUM FOR: Chief, Policy and Plans Group 


1ef 0 perations (PTOS) 


SUBJECT: Entries for the DDA Log 
28 August - 3 September 1980 (U) 


1. Two Overseas Security Support Branch (OSSB) officers 
are currently completing surveys in Africa and are expected 
back in this area next week. (C) 


7 a y+. the Industrial Securi nch 
coordinated with ey 
Information Systems Security Group, concerning th 


computer facility. (C) 


3. On 28 August 1980, Chief, Industrial Security Branch, 
delivered a l-hour presentation covering Industrial Security 
Branch activities to the Project. Officer in the Contract Cycle 
(POCC) at the Chamber of Commerce Building. (C) 


4. A two-man audio countermeasures team is in the AF 
Division area performing technical inspections and providing 
security equipment maintenance. (C) 


5. On 28 August 1980, two representatives of Information 


Systems Security Group conducted a computer security survey of 
(end esi cA Se AOC |S 
6. A com ci act was awarded to 
et to enhance the 
industrial sSécuri inspection program Ot Information Systems 


Security Group. [Iwas notified by OL Procurement Division 
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of the award during the week of 25 August. The contract will 
include development of information systems evaluation method- 
ology, testing methodology and analysis of several specific 
operating systems frequently encountered in contractor data 
processing sites. Information Systems Security Group will 

be monitoring the contract from the technical viewpoint. (U) 


8. On 29 August 1980, a member of the Safety Group 
met with representatives of RECD/OL to discuss the proposed 


——— " : ~ —_ smoke detection _ in 


9. <A Domestic Security Officer and an Information 
Systems Security Group officer attended a meeting with repre- 
sentatives of the Office of Data Processing regarding the 
provision of security support during the development of 
CAMS 2 (COMBREX Automated Management Systems). It is estimated 
that this development project will take up to 3 1/2 years to 
complete with the project being scheduled to begin in July 
1981. (U) 


10. A status report prepared on 29 August 1980 concerning 
the implementation of the security planfsSSSSCS*diSte® 


included the following highlights: (U) 
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c. The three contract audio counter- 
measure technicians have been cleared and 
are ready to begin their duties. 


d. The clerical employee is on board. 


e. The proposal for providing temporary 
lighting to the construction site and temporary 
power to security force trailer has been ap- 
proved. 


f. The contractor has promised that the 
Security trailer will be on site during the 
week of 1 September. Once the trailer is on 
site, the full security plan will be imple- 
mented. 
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